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Message Text 

UNCLASSIFIED 

PAGE 01 ABU DH 00945 050604Z 
ACTION NEA- 10 

INFO OCT-01 EUR- 1 2 ISO-OO EB-08 /031 W 

117666 060433Z/64 

R 050350Z APR 78 
FM AMEMBASSY ABU DHABI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7631 
AMEMBASSY ATHENS 

UNCLAS ABU DHABI 0945 

ATHENS FOR RTDO 


EO 1 1652: NA 
TAGS: BTIO, TC 

SUBJ: FOREIGN GOVT. TENDER: 4 X 1000 CU M BULK FUEL OIL STORAGE 
TANKS AND HANDLING SYSTEM IN THE AJMAN POWER HOUSE 


1. 520/01/T0035 

2. 4/4/78 

3. J. HASTIE 

4. 520 UNITED ARAB EMIRATES 

5. N 

6A. TENDER DOCUMENTS CAN BE OBTAINED FOR A NON-REFUNDABLE 
FEE OF 1,500 DH (1 DOL EQUALS 3.9 DH) FROM: 

6B. MINISTRY OF ELECTRICITY & WATER 
6C. POBOX 1672 
DUBAI, UAE OR 

MINISTRY OF ELECTRICITY & WATER 

P O BOX 62990 

HEDHABI, UAE 

7. TENDER NO. E3/78 

8.5/7/78 1700 PM 

9.201 

10. 9917201/0000; 9917202/0000. INVITATION TO TENDER 
READS AS 
UNCLASSIFIED 


UNCLASSIFIED 
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FOLLOWS: QTE: 

UNITED ARAB EMIRATES 

MINISTRY OF ELECTRICITY AND WATER, P O BOX 1672, DUBAI. 
ADVERTISEMENT 

THE MINISTRY OF ELECTRICITY AND WATER FOR THE UNITED ARAB 
EMIRATES INVITES TENDER NO. E3/78 FOR THE SUPPLY AND INSTALLATION 
OF. 
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" 4 X 1000 CU M BULK FUEL OIL STORAGE TANKS AND HANDLING 
SYSTEM IN THE AJMAN POWER HOUSE." 

APPLICATIONS FOR TENDER DOCUMENTS SHOULD BE MADE DURING NORMAL 
OFMUCE HOURS AT THE MINISTRY'S OFFICES IN ABU DHABI OR DUBAI 
IN THE UAE. 

EACH TENDER FEE IS DIRHAMS 1,500/- PAYABLE IN CASH ONLY AND IS 
NOT REFUNDABLE. 

TENDERS MUST BE VALID FOR 90 DAYS. 

TENDERS MUST BE ACCOMPANIED BY A BID BOND IN THE FORM OF AN 
UNCONDITIONAL BANK GUARANTEE FOR DH 200,000/- ONLY VALID FOR 
120 DAYS. THE SUCCESSFUL TENDERER WILL BE REQUIRED TO REPLACE 
THIS WITH A PERFORMANCE BOND EQUAL TO 10 PERCENT OF THE TOTAL VUT 
CONT 

RACT SUM FOR THE PERIOD OF THE CONTRACT. 

ALL TENDER DOCUMENTS MUST BE COMPLETED AND SUBMITTED IN TRIPLICATE. 
EACH COPY SHALL BE ENCLOSED IN A PLAIN ENVELOPE NOT BEARING 
ANY IDENTIFICATION OF THE TENDERER AND MARKED ONLY ON THE 
OUTSIDE WITH THE TENDER NUMBER, AND TITLE, "MEW TENDER NO. E3/78 
FUEL OIL SYSTEM FOR AIMAN." 

THREE COPIES SHALL BE ADDRESSED TO: 

HIS EXCELLENCY THE CHAIRMAN, 

THE PERMANENT COMMITTEE FOR PROJECTS, 

MINISTRY OF PLANNING, 

P O BOX 2847 
ABU DHABI, UAE 

TENDERS MUST BE DELIVERED AT THE ABOVE ADDRESS NOT LATER 
UNCLASSIFIED 

UNCLASSIFIED 
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THAN 1000 HOURS ON 7TH MAY, 1978. 

THVR ADVERTISEMENT IS A COMPLEMENTARY PART OF THE TENDER 
DOCUMENTS. 

THANI BIN ISA BIN HAREB, MINISTER, UNQUOTE. 

1 1. TO BE FINANCED FROM ABU DHABI DEVELOPMENT BUDGET. 

DICKMAN 


UNCLASSIFIED 


NNN 
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